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In this work, we present a comparative study between neural space vector 
pulse width modulation (NSVPWM) and neural pulse width modulation 
(NPWM) technique in fuzzy-sliding mode control (FSMC) of stator active 
and stator reactive power control of a doubly fed induction generator (DFIG) 
for wind energy conversion systems (WECSs). Two strategies approach 
using FSMC-NSVPWM and FSMC-NPWM are proposed and compared. 
The validity of the proposed strategies is verified by simulation tests of 
a DFIG (1.5MW). The reactive power, electromagnetic torque, rotor current 
and stator active power is determined and compared in the above strategies. 
The obtained results showed that the proposed FSMC with NSVPWM 
strategy has stator reactive and active power with low powers ripples and low 
rotor current harmonic distortion than NPWM strategy. 
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1. INTRODUCTION 

Traditionally, pulse width modulation (PWM) is most popular technique used in the AC machine 
drives. The PWM strategy is simple and easy to implement [1]. But, this technique gives more total harmonic 
distortion (THD) of current and voltage output [2]. This strategy is unable to fully utilize the available DC 
bus supply voltage to the VSI [3]. In order to overcome the drawbacks of the traditional PWM technique, 
space vector pulse width modulation (SVPWM) strategy has been presented [4-6]. This strategy based on 
the principles of space vectors and need to calculate of angle and sector [7]. This strategy gives 15% more 
voltage output compare to the conventional PWM method, thereby increasing the DC bus utilization [8]. 
On the other hand, this strategy reduces the THD value of current/voltage compared to the PWM strategy. 

In [9], the author has proposed a new SVPWM strategy, this strategy based on calculating minimum 
(Min) and maximum (Max) of three-phase voltages. SVPWM and artificial neural networks (ANNs) 
controller are combined to control DFIG-based wind turbine [10]. Fuzzy SVPWM (FSVPWM) is proposed 
to regulate the stator reactive and active power of the DFIG [11]. In [12], a reactive and active power 
proportional-integral (PI) controllers and three-level FSVPWM strategy were combined to regulate 
the electromagnetic torque and current of the DFIG. In [13], a three-level neural SVPWM strategy of a DFIG 
was presented. In [14], four-level SVPWM based on FLC control to regulate the active and reactive power 
of the DFIG. 

Field oriented control (FOC) using PI controllers are the traditional strategy used for DFIG. 
In [15], FOC control is the most popular technique used in the DFIG-based wind energy conversion system. 


Journal homepage: http://ijape.iaescore.com 














160 n 


ISSN: 2252-8792 


The FOC is simple and easy to implement [16]. In this strategy the decoupling q-axis and d-axis current is 
achieved with feed forward compensation, and thus the DFIG model becomes less difficult and PI regulators 
can be used [17]. On the other hand, this strategy gives more THD value of stator current/voltage 
and electromagnetic torque ripples [18]. 

For robust and high performances FOC, a sliding mode controller (SMC) was studied in 
the literature [19-21]. SMC based on theory of variable structure systems (VSS) has been extensively 
employed for nonlinear systems [22]. It is an effective, high frequency switching control strategy for 
nonlinear systems with uncertainties. It can offer many good properties such as good performances against 
unmodeled dynamics, insensitivity to parameters variation, external disturbance rejection and fast dynamic 
response [23]. A neural sliding mode controller (NSMC) is to control the DFIG [24]. A discrete SMC is 
designed to regulate the real and reactive power of DFIG [25]. In [26], an integral SMC control was designed 
to regulate the stator reactive power and electromagnetic torque. In this paper, we apply the FSMC control to 
the DFIG using the NPWM strategy and compared with the NSVPWM strategy. 


2. MODELING OF THE DFIG 

A model of the DFIG is presented in literature [27, 28]. In the Park reference frame, the rotor 
and stator voltage equations of the DFIG are given as follows: 


V ds = R s i ds + — Vds 

dt 




s t qs 


V qs = R S ! qS +^^ qs + «Wds 


V dr = IMdr + — Vdr “ °W qr 


V = R I H-VI/ +00 VI/, 

qr r qr t qr r r dr 


( 1 ) 


The rotor and stator fluxes equations are given as follows: 


V ds =L s I ds +MI dr 

¥ qs =L s I qs +MI qr 

¥ dr — L r I dr + MI ds 

¥ qr =L r I qr + MI q s 


( 2 ) 


The electromagnetic torque can be expressed as: 

T e — pM ( Idr.Iqs — Iqr.Ids) 


(3) 


The electromagnetic torque in the mechanical equation of the DFIG is defined as follows: 

r e =r r +/~+/.Q (4) 

at 

The stator active and stator reactive powers can be expressed as: 

Ps=^(y d j d s+v q j qs ) 

(5) 

Qs=\(Y q si d s-v ds i qs ) 
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where: R r : Resistances of the rotor windings 

R s : Resistances of the stator windings 

T r : Load torque 

Vdr, and V qr : Rotor voltages 
V qs and Vds : Stator voltages 
I dr, and I qr : Rotor currents 
Ids and Iqs : Stator currents 
y/dr and y/qr : Rotor fluxes 
y/ds and y/ qs : Stator fluxes 
L r : Inductance own rotor 

L 5 : Inductance own rotor 

M : Mutual inductance 

T e : Electromagnetic torque 

CQ S : Electrical pulsation of the stator 

co r : Electrical pulsation of the rotor 

Q : Mechanical rotor speed 

P s : Stator active power 

Q s : Stator reactive power 

J : Inertia 

/ : Viscous friction coefficient 

p : Number of pole pairs 


3. NEURAL PULSE WIDTH MODULATION 

Using the traditional PWM strategy provides many advantages, such as simple modulation and easy 
implementation. On the other hand, the major problem of the traditional PWM strategy is the harmonic 
distortion of voltage and current caused by the hysteresis comparators. The traditional PWM strategy 
designed to control the two-level inverter is illustrated in Figure 1. 


AM - 

Repeating Sequence 



Figure 1. Conventional PWM technique 


To reduce the harmonic distortion of stator current and voltages of DFIG, we have applied 
the NPWM strategy. The principle of the NPWM strategy is similar to traditional PWM strategy. 
The difference results in using a neural networks controller to replace the hysteresis comparators. As shown 
in Figure 2. This strategy is simple modulation scheme and easy to implement. This proposed strategy 
reduces the harmonic distortion of stator current and gives minimum power ripples of the DFIG-based 
wind turbine. 
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AAA - 

Repeating Sequence 



* + 





Figure 2. NPWM technique 


The training used is that of the algorithm, gradient descent with momentum and adaptive LR (ALR). 
The convergence of the network in summer obtained by using the value of the parameters grouped in 
Table 1. The block diagram of the ANN controllers is shown in Figure 3. The construction of layer 1 
and layer 2 is shown in Figures 4 and 5 respectively. 


Table 1. Parameters of the ALR algorithm 


Parameters of the LM 

Values 

Number of hidden layer 

10 

TrainParam.Lr 

0.005 

TrainParam.show 

50 

TrainParam.eposh 

1000 

Coeff of acceleration of convergence(mc) 

0.9 

TrainParam.goal 

0 

TrainParam.mu 

0.9 

Functions of activation 

Tensing, purling, gensim 


□—*Q— 

Input Process Input 1 


_ 

Layer 1 


I- o 

a{1} 



a{1} Process Output 1 Output 

Figure 3. Block diagram of the ANN controllers 



b{l} 


Figure 4. Layer 1 
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b{2} 

Figure 5. Layer 2 


4. NEURAL SPACE VECTOR PULSE WIDTH MODULATION 

Figure 6 show the principle of the two-level SVPWM strategy. This strategy based on calculating 
minimum and maximum of three-phase voltages [29]. This strategy not needed to calculated of the angle 
and sector compared with traditional SVPWM technique. This strategy is detailed in [30]. On the other hand, 
this strategy is simple and easy to implement compared to conventional SVPWM technique. The block 
diagram of the hysteresis comparators is shown in Figure 7. The principle disadvantages of the SVPWM 
strategy is that the harmonic distortion of stator current and voltages. In order to overcome the drawbacks of 
the SVPWM strategy a complimentary use of the ANN controller is proposed. However, the ANN controller 
contains a hidden layer, input layer and output layer [31]. Recent years, ANN controller has found many 
applications such as control AC machines. 



Vc 


Figure 6. Block diagram of two-level SVPWM strategy 



ANN as one of the nonlinear methods proved their superiority over linear method for making 
a calibration model [32]. The principle of the two-level NSVPWM technique is similar to two-level SVPWM 
strategy. The difference results in using the ANN controllers to replace the hysteresis comparators [29]. 

Comparison study between NPWM and NSVPWM strategy in FSMC control of... (Habib Benbouhenni) 
















































164 n 


ISSN: 2252-8792 


As shown in Figure 8. This proposed strategy is simple control and easy to implement. This proposed 
strategy reduces the harmonic distortion of stator current and voltages. The training used is that of the retro 
propagation of Levenberg-Marquardt (LM). The parameters of the LM algorithm are shown in Table 2, the 
block diagram of the neural hysteresis comparators is shown in Figure 9, and the block diagram of the ANN 
controllers is shown in Figure 10. 



Vc 


Figure 8. Block diagram of two-level NSVPWM strategy 



Figure 9. Block diagram of neural hysteresis comparators 



Figure 10. Block diagram of ANN controllers 


Table 2. Parameters of the LM algorithm 


Parameters 

Values 

Number of hidden layer 

8 

TrainParam.Lr 

0.002 

TrainParam.show 

50 

TrainParam.eposh 

300 

Coeff of acceleration of convergence(mc) 

0.9 

TrainParam.goal 

0 

TrainParam.mu 

0.9 

Functions of activation 

Tensing, purling, gensim 
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5. FUZZY SLIDING MODE CONTROL 

Sliding mode control is one of the most popular control in use nowadays. This strategy control based 
on theory of variable structure systems [33]. This strategy was proposed by Utkin in 1977 [34]. However, 
the SMC is a strategy to adjust feedback by previously defining a surface. Since the robustness is the best 
advantage of the SMC control, it has been widely employed to control nonlinear systems that have model 
uncertainty and external disturbance [35]. On the other hand, the principle disadvantages of the SMC 
technique is that the chattering effect created by the discontinuous part of control [36]. 

Fuzzy logic is a technique based on engineering experience and observations. In FLC, an exact 
mathematical model is not necessary because linguistic variables are used to divine system behavior 
rapidly [37]. On way to improve SMC performance is to combine it with FLC controller to form a FSMC 
strategy. The design of a SMC incorporating FLC control helps in achieving minimized chattering, 
reduces the harmonic distortion of stator current, simple rule base, and robustness against disturbances 
and nonlinearities. The FSMC strategy is a modification of the SMC technique, where the switching 
controller term Sat(S(x)), has been replaced by a FLC control input as given by (6). 


VZ = V% + V F ^ ( 6 ) 

The proposed FSMC control with NSVPWM strategy, which is designed to control the stator 
reactive and stator active powers of the DFIG-based WTSs, is shown in Figure 11. The internal structure 
of FSMC control is shown in Figure 12. Membership functions in triangular shape are shown in Figure 13. 
The rule bases of the FSMC control are shown in the Table 3. The properties of our controller are given in 
the Table 4. The block diagram of the FLC is illustrated in Figure 14. 



Figure 11. FSMC control of a DFIG using NSVPWM strategy 



V eq 

V qr 


Figure 12. Block diagram of FSMC strategy 
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Error membership function Change in error membership function 




(a) 


(b) 


Figure 13. Membership functions, (a) Error membership function, (b) Change in error membership function 


Table 3. FL rules Table 4. Parameters of FL 
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And method 
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Max 
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EZ 

PS 
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NS 

EZ 
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PM 
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EZ 
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Note: 
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fuzzy 

sets i 

defined 
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Controller 

Figure 14. Block diagram of the FLC 


6. RESULTS AND DISCUSSION 

Simulations of the proposed control techniques for a DFIG-based wind turbine are conducted by 
using the MATLAB/Simulink software. The DFIG is rated at 1.5 MW and its parameters are listed in Table 5. 
The parameters of the proposed FSMC control are selected to provide optimum performance as Ki=0.0003, 
K2=0.00005, and K3=0.02. The proposed FSMC control with two-level NPWM technique, which is designed 
to control the DFIG-based WTSs, is shown in Figure 15. The proposed strategies will be tested and compared 
in two different configurations: robustness against parameters variations and reference tracking. 


Table 5. Parameters of the simulated DFIG 


Parameter 

Value 

Pn 

1.5 MW 

Vn 

380V 

P 

2 

Rs 

0.012Q 

Rr 

0.021Q 

Ls 

0.0137H 

Lr 

0.0136H 

Lm 

0.0135H 

J 

1000 Kg.m2 

fr 

0.0024Nm.s/rad 

f 

50Hz 
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Figure 15. FSMC control of a DFIG using NPWM strategy 


6.1. Reference tracking test 

Figures 16-18 show the obtained simulation results. For the proposed strategies, the stator reactive 
and active power tracks almost perfectly their references values. Moreover, the FSMC-NSVPWM strategy 
reduced the powers ripples compared to the FSMC-NPWM control can be seen in Figures 19 and 20. 
The electromagnetic torque of the FSMC-NSVPWM control has low ripples compared to FSMC-NPWM, 
shown in Figure 21. Figures 22 and 23 shows the harmonic spectrums of one phase stator current of 
the DFIG obtained using fast fourier transform technique for FSMC-NPWM and FSMC-NSVPWM one 
respectively. It can be clear observed that the total harmonic distortion (THD) is reduced for FSMC- NSVPWM 
control method (THD=0.09%) when compared to NSMC-PWM (THD=0.10%). It is clear from the results 
that the FSMC with two-level NSVPWM strategy has satisfied performance. 



Figure 16. Reactive power (RTT) 


Figure 17. Active power (RTT) 



Figure 18. Electromagnetic torque (RTT) 
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Figure 19. Zoom in the reactive power (RTT) 
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Figure 22. THD of one phase rotor current for FSMC-NPWM control (RTT) 
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Figure 23. THD of one phase rotor current for FSMC- NSVPWM control (RTT) 


6.2. Robustness test 

In order to examine the robustness of the proposed commands schemes, the nominal value of the R r 
and R s is multiplied by 2, the values of inductances L s , M, and L r are multiplied by 0.5. Simulation results are 
presented in Figures 24-26. As it’s shown by these Figures, these variations present a clear effect on 
the electromagnetic torque, stator reactive power and active power. However the effect appears more 
important for the FSMC-NPWM compared to FSMC-NSVPWM strategy, see Figures 27-29. Thus it can be 
concluded that the FSMC-NSVPWM control is more robust than the FSMC-NPWM control scheme. 


Int J Appl Power Eng, Vol. 9, No. 2, August 2020: 159 - 172 



















































































































































Int J Appl Power Eng 


ISSN: 2252-8792 


n i69 


^ 5 

i 

o 

CL 

CD 0 


r i 

- 1 



: C 

. 

T 

: 



— 

— Ps (FSMC-NPWM) 







rs ^roivio-iNO vivi; 

— Psref 









■ 

i 



L_ 


1_ 

- 


■ 



0 0.2 0.4 0.6 0.8 1 

Time (s) 


1.2 1.4 1.6 1.8 



Figure 24. Active power (RT) 


Figure 25. Reactive power (RT) 
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Figure 26. Electromagnetic torque (RT) 


Figure 27. Zoom in the active power (RT) 
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Figure 28. Zoom in the reactive power (RT) 


Figure 29. Zoom in the electromagnetic torque 
(RT) 


7. CONCLUSION 

This paper presents simulation of FSMC strategy for reactive and active power control of a DFIG- 
based wind turbine systems, using the modulation technique of the two-level NPWM and NSVPWM 
strategy. With results obtained from simulation, it is clear that for the same operation condition, the 1.5MW 
DFIG with FSMC control using two-level NSVPWM strategy had better performance than the two-level 
NPWM strategy and that is clear in the ripples of active and reactive powers which the use of the two-level 
NSVPWM strategy, it is minimized of powers ripples more than two-level NPWM strategy. 


APPENDIX 
Design of SMC control 

The SMC control does not need accurate mathematical models like classical controllers. We choose 
the error between the reference stator energies and measured as sliding mode surfaces, so we can write 
the following expression: 


Sp Psref P* 

s, = Q Sref -Qs 


(7) 


where P s re f and Q s re f are the expected stator active and reactive power reference. The first order derivate 
of (7), gives: 


Sp Ps re f Ps 
^<7 Qsref Q* 
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V s -M 


*P Psref 
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v 2 w 2 y/ 2 s 


L s V Rs 
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V S M 
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2 


WsWs 


" s ref Ls I dr Ls 

The equivalent control vector V eq can express by: 


(9) 


C Lr -—) 

Ls 


M 


. . /O §'Ws m (Lr )‘/^r q " 

M ^ W* ^sref L s 

Ls . ( T -M\t ■ „ 

V,M Ps ref Ls Ls 


(L r -—) 
U 

M 


~w s 


( 10 ) 


To obtain good performances, dynamic and a commutation around the surface, the control vector is 
imposed as follows: 


v*=v2+vs, 


(id 


I s lh e saturation function defined by: 


V n dq = ~K.sat{S dq ) 


( 12 ) 


where ^ determine the ability of overcoming the chattering. 
The SMC will exist only if the following condition is met: 


s.s -<0 (13) 

The block diagram of the conventional SMC strategy is shown in Figure 30. 



v eq 

V qr 


Figure 30. Block diagram of SMC strategy 
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